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9 MAY 


MEMORANDUM /OR; Deputy Director (Support) 

SUBJECT Request# for Secure Areas 

in the Headquarter# Building 


1. This memorandum suggests action on the part of the Deputy 
Director (Support) and is submitted as a possible item for the agenda 
of the Executive Committee. Such action is requested in paragraph 4. 

i. In the past four weeks the Office of Logistics h »u received 
four request# for alterations to space in the new headquarter# building 
to provide new secure areas and it is anticipated that more will be 
received in the near future. These requests have in each case oecn 
routed through the Physical Security Division to the Space Allocation 
and Facilities Branch, OL. The Physical Security Division has tn 
each case required; 

a. Replacement of wooden doors with metal doors having 
view panels and a three-way combination lock. 

b. Security type window grilles on all windows. 

c. Expanded metal between the top of atecl partitions and 

the ceiling slab and similar grilles in all duct work (over Qxli) 
which penetratbs the walls of the secure area. 

d. Anchoring of moveable steel partitions to the concrete 
floor slab. 

e. Extension of the ultrasonic alarm system. 

f. Extension of the contact alarm systems on corridor 
doors to the secure area. 




20002-3 


^ jt *' 

*; v 

« 


Approved For Release.20( 



ftcia 


.* # 


SUBJECT: Request* for Secure Areas in the Headquarter* Building 


3. Thi* work, if approved, i* properly performed by the Public 
Building* Service. PBS advise* that they have no fund* for such ex- 
tensive alteration* nor doe* the Office of Logistic*, furthermore, 
there i* a management question Involved which previously wai 
considered and resolved by the Management Staff. This has to do 
with whether or not open shelving for secure areas provides better 

utilisation of space and more efficient working condition*. The Office 

of Logistics is in no (Munition to resolve these questions. 

4. It is suggested that an Agency policy on additional secure 
areas be developed and procedures for reviewing requests be es- 
tablished. 
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